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Departmental Safety Coordinator meeting 


Hello everyone. 

Just a reminder - 

Departmental Safety Coordinator meeting: 

Wednesday November 2 nd 

Draper 102 

9:30- 10:30 AM 

Refreshments will be served 


Agenda: 

1. Bob Laford, EH&S Safety Services Officer, will be presenting at this meeting. 

Bob will discuss the campus Automated External Defibrillator (AED) program. 

http://www.ehs.umass.edu/Web AED%20info.pdf 

He will also do a brief demonstration on AEDs with discussion on "when to call 911" and other first aid 
questions. 

2. Betsy and Yung will have a short discussion on a campus Green Sustainability Project for chemical hoods. 
Thanks, Betsy and Yung 


Betsy Blunt/Yung Morgan 
Lab Safety and IH Services Officer 
Environmental Health and Safety 
314 Draper Hall, 40 Campus Ctr. Way 
U of MA, Amherst, MA 01003 
Phone: 413.545.5117 
Fax: 413.545.2600 
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